USDA 



Urited States Department pf Agriculture Tumutf*, 

Anir'rial and Plant Haaklli Inspection Servkia in^ iu 

Inspection Report 


UNIVERSITY OF COLORApOBOULDER 


DEPARTMENT OF ANIMAL RESOURCES 
BOULDER, CO 3030^ 


Customer ID' 1335 


Certificate- S4-H-0063 
Slip 

(b)(2)High, (b)(7)f 


Type; ROLTIINE JNSPEGTION 
Date- Jurt-23-2tW8 


t4o noncpmpltances identified tfuring this ipapeclsan. 


Accompanied on IrKpecton dy the 


(b)(6), {b){7)c 


Prepared By: 


Title: 

Received By: 


TRACY A THOMPSON, D-V,M. USDA, APHIS, Animal Care Qete; 

VeiE PI NARY M EO 1C AL OFFIC ER Inspectcr 5W4 Jlin-23-2l>03 



Title: 


Paje 1 ni 1 


Date: 

Jun-?3-2i>0S 





USDA 



Urited States Department pf Agriculture Tumutf*, 

Animal and Plant Haaklli InspciGtiDn SarvJca in^ iu 

Inspection Report 


UNIVEFSny OF COLOR AOO- BOULDER Customer ID: lass 

Ceflificale: e4-B-0060 


DEPARTMEN 

TOP ANIMAL RESOURCES 

Site: 003 

(b)(2)High, (b){7)f 



(b)(2)High, {b)(7)f 


Type; ROUmNE INSPECTION 

BOULDER, CO 0O3Cra Date: Apr-29-30W 

3,127 (at 

FACILITIES. OUTDOOR, 

-suffjcienl shatte bf osspral or artificial means shall t>s provided to alloiv all animals kept outdoors to protect 
thmliselvias frCnTi diratt su]ili^frl.» 

The oufldrxir houairtg facility lor one tiisen did not have any means [d provide proiectran trgm direct sur^lighl. 

In order to prevent pveriieating c?r diSOTmlort tO the animals due to direct syolight, soffkiient grtilicial or nalurgi shade 
&hall be provided to anlmeJs housed outdoors. 

To be OOrreOted by 5>'31i'[>8. 

3,127 (W 

FACILITIES, OUTDOOR 

■:<lMatural or artificial shelter appropriate to the local climalic conditicKis for the species concerned sftall be provided 
tor all animals kept outdoors lo aflord them proieolion arxtl to prevent discomfod to such aniittals» 

The ouddoor housing fecility for one bison did not have eilher a natural nr adifidat sheller to protect the animal or to 
prevent discomloft from climatic conditions. 

tJaloral or artificial shelter shall be provided for alf ammals kept outdoors to otier prolodion and prevent discomlorl. 

To be COrreded by 5i'31i'[>S. 

3,130 

WATERING, 

■:-c.,.AIl water receptacles shall be Kept dean and sanitary.^ 

The water receptacle for one bison had an accumulaHon of algae on the sides and bottom as weh as a^sgae floaling in 


Prepared Byt 


Title: 

Received By: 


TRACY A THOMPSON, V.M.O, USDA, APHIS, Animal Care Dote; 

VETE Rl NARY M EO 1C AL OFFIC ER Inspector 5W4 Apr-3&-200« 



Title: 


Paje 1 ijf i 


Date: 

Apr-3&-£0&9 




USDA 



(Jrited Snsrtes Depanmenr of Agricuttune -mmunL. 

Animal and Plani HaaJLfi InapeCliDn &arVk;a inspjd 

Inspection Report 


Ihe '.water, This is tee only water soyrce for this anirTial an^l this can pose a hsMo tee health and wetl-bemg of tee 
animal. 

This is a repeat noncomplianca previausiy dteiJ on |he inspection performed 7/1 and which had a cofrecliDn dale 

or7/1^.'l>S. 


Accompanied on inspection 6y the 


(b)(6), (b){7)c 


Prepared By: 

TRACY A THOMPSON, V.M.O, USDA, APHIS, Animal Care Date; 

Title: VeiE PI N ARYMEO 1C AL OFFICER Inspector 5W4 Apr-3&-^006 

Received By: 

Title: 

Pape 5 i 





